Hydra Hydra was a snake-like monster born of Echidna and Typhon, with 
nine grotesque heads. Heracles was sent to kill it for his Second Labor. The 
problem was, when he cut off one head, two grew back. Heracles's nephew 
Iolaus managed to counteract this by using firebrands to kill the stumps. 
However, the nineth head was immortal, but Heracles managed to disable 
this by burying it deep in the earth. He dipped his arrows in Hydra's blood, 
which was venomously poisoned. 
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